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DEPT FOR A/SY/T; FRANKFURT FOR RTC FROM OIC/TSO 

E.O. 11652: N/A 

TAGS: ASEC 

SUB J : MRL FAILURES 

REF SANA 3028, TELECON SOFIA 

1. TSO ATHENS IS EXPERIENCING A NUMBER OF FAILURES OF THE 
MRL'S TIME DELAY CIRCUIT. AT PRESENT, SOFIA HAS TWO UNIT 
THAT HAVE FAILED AND SANA HAS ONE UNIT. 

2. REQUEST SY/T PROVIDE SCHEMATIC FOR MRL'S CONTROL UNIT 
AND TRANSISTORS FOR DELAY CIRCUIT. KUBISCH 
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